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FOIAD3b1 


Exhibit No: 7+§l-4 To Contract: [EE ...... 


_Fyem: The Firewel Ce,, Inc, 
(Contracter 
=: 
(Contracting Officer} 
FOIAb3b1 
Item Part 
No, No. Nemenclature Qty. Unit Price 
1 F902 53. Flow Tester I $23.01 
ste eae 
2 F2433 Elbew 1 ut $3.64 


Delivery: August 25, 1958 


Prices are fair and reasonable and this 
Exhibit is hereby approved, 


-$ 


«SIGNED: 


Date: September 18, 190M 


2b 


Tetal Price 
$23,001 


$3.64 


Contractor warrants prices conform to the 
price formula in effect on date of this 


Exhibit. 


FOIAb3b1 


FOIAb3b1 


(Contracting Officer) SIGNED: 
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